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sates in part for the lack of fuels. Unfortunately, however, this re-
source is not evenly distributed. Some 75 per cent is located in northern
Italy, and 22 per cent is in the central part of the country. Moreover,
water power has been developed nearly up to its profitable limit, and
any future expansion of industry will necessitate increased fuel imports.

HYDROELECTRIC POWER"

Installed hydro-electric power of all plants having a capacity of 300 kilowatts or
over, December, 1025, (From "White Coal in Italian Industry," by W. O, Blanchard;
courtesy of the (rcoflraphical Review^ published by the American Geographical Society
of New York.)

Other minerals arc almost as scarce as fuels, as is shown by the
fact that in 1930 the combined output of all mines and quarries was
valued at only $56,676,000. Limited deposits of iron ore are located
on the islands of Elba and Sardegna, in the Piedmont district, and in
the vicinity of Bergamo in the north. Central and southern Italy are
very poorly supplied with this metal. The country normally imports a